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BPD 2269—61 


416 April 1961 


Deaw ida 

Herve da ell the dope I've been able to gather on the PPS~24,. 
It turne out that there is not one on the Vest Coast as originally 
reported, There ie one in operating condition in the Eglin area 
and 14 alec appeare that there le one at G. 2., Syracuse. I will 
Mod aut about that one either today or Monday, 


Alee enclosed ig a long Liat of equipment as installed in two 
bong delivered to LAT. I'L call the flrat of the week with 
Bera Oe 


The infe on the attitude systems from 13! has just arrived and 
is enclosed. 
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